RETORTS.
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opposite to the first * was charged,
.ntll the four retorts were filled, and every
ereafter one of the set was emptied and re-
}lie order in which it was filled. In that
ale remained sixteen hours in the retort
rae for recharging that retort came round
!Ttcx- that time had, expired a tool K, called
yr," -was placed so that its short arm en gaged
L that closed the bottom of the retort, and,
lield in this position by an upward hand-
Its long arm, the iron wedges that held the
e were loosened and removed, and then, by
^ long arm of the monkey, the plate was
to the position shown on the left-hand side

But before the plate was thus lowered, th<?
,ce   door M was placed under control  by

long-handled hook, and as the plate was
recL from its place
.y followed by the
licit latter, in its
I, acted as a guide
,e descending from
-fclie furnace below.
ag that (l) in
iB the retort just
btien the time for
would be eight

FIG. 11.

as the retort could not be discharged
mace below it was emptied, it follows that
xale from a retort acted as fuel, for a space
* See plan of the retorts, Fig. 11.